5G TRANSMITTER POLE 
30 feet high 


i | 
Object Now! FS 
Effects on health from dangerous j 
microwave radiation will be felt 
within a 500m radius with children 
being most at risk. 


No risk assessment has been taken 
and no insurance against health 
liabilities is in place. 





Lodge an official objection 





Visit our website for help 7 Ji eo jo 
www.stopcheltenham5G.com 

ope re 

Join our Telegram group to chat Obes mo 

or volunteer pa: i, 


bat 


Or Email your objection to planning@cheltenham.gov.uk 


Be sure to include appearance and/or siting issues in your objection 
and include your name and address 





Stop Gloucestershire 5G 





